SAFETY DATA SHEET 

Co{^{rvn 1 

PACER TECHNOLOGY 
9420 Santa Anita Avenue 
Ranttto Cticamonga, CA 91730 


I 

^ Revision # 
HAZARD RATING" For‘Oi6rf>1car Emw 
in the US & Can^ ( 
2 Infl&WajaiDCCCOLLeCTrX 
1x1 Telephone for Information :( 


PRODUCT IDOmflCATION: Radio Shack BmsMn Future Glu^ 5g Cat . nc 

I 

Section 2 - HAZARDOUS INiSREDlENTS INFORMATION: 


Hazardous Components 




OSHA 


ACGIH 


OTHER 


EtJi^*2-Cy3Ti03JTVtete (706S-85-0) N6 N£ 2ppm TWA 

Poly (Methyl M^I^Tylate) (9011-14-7) NE NE 

Hydroqulnone* (123-31-9) 2mg/ili3 2mg/m3 


*TTiis ingredient is sut^ect to the reporting requirements of Section 313 of Title HI of 
Amendments & Reauihoiization Act of 1985 (SARA) and 40 CF^ 372. 


Section 3 - PHYSICAL/CHEMICAL CMARACTERlSnCS: 

Boiling Point 149 F Spedfic (H20=l): 

Vapor Density (Air=l): nfl-NE Melting Point 

Vapor l^iessure (mm Hg): 1 @ 20 C Evaporation Rate (But/I acetate^ 

Soiubinty in Water InsoiubJe, matslal reacts to hartlened mass for non-hazardous was 
Appearance & Odor: Transparwit water-wrfiite to straw colored Trquid wfth stimulative o 


Section 4 - FIRE AND EXPLOSION HAZARD DATA: 


Flash Point (Method Used): 176 F QCC) Ffammabfe Limits: LEU ME 

E)Aingulshlng MecTra: Bush with large amounts of water or dry chemical extinguisher:. 
Special Fire Fighting Procedures: Fumes may be irritating if not burning and require i 
goggles while applying ^rge amounts of water or dry chemica) exUngulshef. 

Unusual Fine and ^toston Hazards: None. Combustible requiring the above procedure 


Section 5 - REACTIVITY DATA: 


Stability: Stable XX Conditions to Avoid: Excessive heat above 176 F, moisture and atk 
up to F. Store fn a cool dry place. 

Inoompab'bility (Materials to Av^: Polymerized by v/ater, alcohol, amines, alkaline 
direct UV. 

Haardous Decomposition Products; Combustible byi)roduct5 of caitxm monoxide/cfioixii 
Hazardous Polymeiizatfon: May Not Occur XX 


Section 6 - HEALTH HAZARD DATA: 


MATERIAL SAFETY DATA SHEET l^io Sha^ Brush'^n Fill 

Cat. ffo.: 64-2331 B Ri^SorH 

Cafdnogenlclty: NTP: No lARC Monographs: No O^A Reguteted: No * 

Signs ar^ S/niptoms of Exposure & First Aid Procedure: 

Eye contact - Tearirg from eye irritation. Remove to fresh Rush areas coi 
Adhesive will disassociate from ey^eydlds over time, ust^lly within several h 
weeping of eyes/double vision may be experienced until dearance Is achieved. 

Skin contact - Immerse bonded areas In warm, soapy water. Ped or rofl skin apar 
adh^ive vdth several appHcatirmS of vrann, soapy water. Prolonged or repeated co 
levels may cause dermabiis in sensltrve Individuals. 

Inhalation ^ irritation of mucous membranes/coughing. Remove to fresh air. Mot 
exposure at elevated levels may produce allergic reaetions with asthma^Qke sympi 
individuals. 

Ingestion > Ups may become stuck togelhen apply copious amounts of warm wa 
wetting/pressure from saHva in^e mouth. Fed or roll (do not puO) lips apart It is a 
to swallow cyanoacr^te as adhesive solidifies upon contact with saliva & may adl 
mouth. Safiva wlQ lift adhesive in 1-2 days, avoid swallowing adhe^ after deta^mc 
Medical Conditions Gererally Aggravated by Exposure: Pre-existing skin, eye 
disorders may be aggravated bf exposure. 

Section 7 * PRECAUTIONS FOR SAFE HANDLING AND USE: 

Steps to Be Taken in Material is Released or Spilled: Polymerize with water. Sc 
be scraped from surf^. 

Waste Disposal Method: Incinerate Solid combustible waste or dump as chemical wa 
beat, state and federal regulations. 

Precautions to Be Taken in Handling and Storing: Avc^d mc^sture, direct UV-sunSght i 
above 25 C. Keep containers dosed tightiy when not In use. Ideal storage: 5-10 C 
Other Precautions: Avoid breathing vapor, contact with eyes/M. Do not store at -5 
prtxJuct to useless state. Product not damaged by freezing. 

Section 8 • CONTROL MEASURES: 

Respiratory Protection (Specify Type): A NiOSH-approved organic vapor canister i 
maintain vapor concentration below TLV. 

Ventilation: local Exhaust: To maintain vapor concentration below TLV. 

Mechanical (G&ieral): Large amounts used to 2ppm. 

Protective Oothing or Equipment Safety glasses with side ^Jeld, Vinyl (polyethyter 
gloves, rubber apron to protect dothing. 

Work/Hygienic Practices: Soap and water helps remove adhesive from skin. 

NE - Not established 

77re data calcined h&&n is based upon inibrmaGm that Pacer Tedinoiogy baSewa 
,Users of this product have the responsiWty to determine the suitabBity of use a 
necessary precaubans to ensure the safety and protection property and persons - 


Privacy Policy 



